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WHICH KOOL ARE YOU? 





SURGEON GENERAL’S WARNING: Cigarette 
Smoke Contains Carbon Monoxide. 




UJtra Lights, 6 nig.'"tar”, 0.6 m'g. nicotine; Lights, 10 
mg,V’tar'', 0.g mg. nicotine; Filters, 12 mg, "tar", 0,9 ' 
mg.' nicotine: Filter Kings Classic, 16 mg. "tar", 1.2 
mg. nicotine av. per cigarette by FTC method. ■ 



Source: https://www.industrydocuments.ucsf.edu/docs/grmj0004 




